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DEMONSTRATION of the Flamephone (,Scientific & Projections, Ltd,) By Mr. 
H. W. Heath, B.Sc. 

The apparatus constitutes an improved gramophone, and employs a gas flame to 
improve the quality and intensity of reproduction. 

The sound-box is divided by its diaphragm into two chambers, one of which 
communicates with a small horn while the other communicates with a supply pipe 
through which coal gas passes to a pair of vertical thin burner tubes. The tubes are 
perforated with a scries of holes from which the gas issues, the jets projecting over the 
mouth of the horn. On lighting the gas an increase in the volume of sound can be 
observed, and also a marked improvement in quality, the notes of lower pitch being 
accentuated. This effect has not been completely explained. 



